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ALL BENNETT BILT 
MEDICINE CABINETS 
ARE MADE OF 
MAYARI-R 
BETHLEHEM’S COR- 
ROSION RESISTING 

STEEL 


Mayari*R has five to six times the 
atmospheric corrosion resistance of 
mild carbon steel and two to four 
times that of copper-bearing steel. 


This is another example that 
nothingis overlooked in Bennett Bilt 
Medicine Cabinets. 






*Mayari rhymes with “fiery.” 
R denotes rust-resistance. 
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FLUORESCENT 


PARK LANE models introduce the latest 
sensation in luxurious lighting,—fluorescent. 
Fluorescent is daylight illumination, ideal for 
make-up, shaving and room lighting. Highest 
quality silver plated, hand etched polished plate 
glass mirror assures perfect reflection of personal 
beauty. Chrome plated, stainless steel mirror 
frame and the integral light brackets are a pleas- 
ing combination of ultra-modern styling that 
blends harmoniously in any type of room or 
color scheme. The heavy duty mirror frame pro- 
tects the clean, unblemished plate glass mirror 
and insures untarnished, unstained, glistening 
beauty for a lifetime. 


NO OTHER MEDICINE CABINET HAS ALL 
THESE BUILT-IN PREMIUM FEATURES 


® Full-length, chrome plated, brass light brackets 
@ 18” long fluorescent bulbs—1}4" diameter 
@ Equipped with ballast and starters 


@ Fluorescent lights may be operated either from 
wall switch or from the switch on lower right 
side of right fluorescent light bracket 


®@ Electrie razor outlet on face of left bracket 
under the fluorescent bulb 


@ Hand-etched mirrors of polished plate glass 
with all edges seamed and ground 


® Chrome plated, stainless steel framed door 

@ Chrome plated, full-length, piano-type hinge 

@ Four easy-to-clean glass 
shelves 

@ Non-tip, two-point, adjust- 
able chrome plated — shelf 
supports on matched runners 

@ All welded, one-piece cabinet 

@® Extra thick, heavy door to 
withstand hard everyday usage 

®@ Holder for 6 tooth brushes on 
inside of door 

® Discarded razor blade slot 

@ Stainless steel, spring door 
latch 

® Out-of-the-way door stop at 
top of the cabinet 

@® Rubber bumpers for quiet 
door closing 

® Baked white enamel inside 
and out 





ALDEN, N. Y. 


MEDICINE CABINETS 


LIGHTED 


Nothing has been overlooked for convenience and qual- 
ity in these PARK LANE models. As for construction, 
the craftsmen of Bennett stake their reputation on these 
PARK LANE Medicine Cabinets. 


Transparent Diffusers are available to fit over the fluor- 
escent tubes. See back cover for full information on fluor- 
escent diffusers. 


PARK LANE SPECIFICATIONS 


Wall Mirror Glass 
Model Opening Size Shelves 
7-S Park Lane 1314x1914 16x24 Ornamented Polished 4 
Plate Glass 
26-S Park Lane 1514x21 18x26 Ornamented Polished 4 


Plate Glass 


7-S PARK LANE 


Wiring diagram at right shows how Bennett 
Bilt Fluorescent Lighted Medicine Cabinets are 
wired at the factory ready to install. All wires are 
completely concealed and connected within the 
cabinet. Bennett Bilt Cabinets increase the at- 
tractiveness of modern rooms by providing a 
more finished, compact installation. 
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WIRING DIAGRAM 
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RIGHT: Showing interior. Note 
the fourth glass shelf is the bot- 
tom shelf and placed on top of 
ballast box to protect baked 
enamel finish. 









outlet in use. 






ABOVE: Showing the electric razor 


LEFT: Showing full-length fluores- 
cent brackets and _ transparent 
diffusers over the fluorescent 
tubes. See back covers for full 


information on fluorescent 
fusers. 


dif- 


THE BENNETT MANUFACTURING 


FLUORESCENT 


CANTERBURY models are typical of all 
Bennett Bilt Medicine Cabinets,—designed 
for men as well as beauty by being equipped 
with a conveniently located electric razor 
outlet and fluorescent lights. 


The simple and delicate hand-etched curved 
top polished plate glass mirror on Canterbury 
models sets a trend that is exclusively beauti- 
ful and continuously popular as styles come 
and go. The beauty of simplicity! The pre- 
cision smooth beveled edged mirror is securely 
attached to the door by specially designed, 
extra heavy clamps to withstand daily abuse 
and eliminate all possibilities of loosening or 
rattling. 


Every consideration for hard usage is 
self-evident both inside and outside these 
medicine cabinets. 


COMPARE THESE FEATURES BY 
ANY YARDSTICK OF QUALITY 
® Full-length, chrome plated, brass light 
brackets 
@ 18” long fluorescent bulbs—114” diameter 
® Equipped with ballast and starters 


® Fluorescent lights may be operated either 
from wall switches or from the switch on 
lower right side of right fluorescent light 
bracket 


® Electric razor outlet on face of left bracket 
under the fluorescent bulb 


® Hand-etched mirrors of polished plate 
glass with beveled edges 


® Mirror securely mounted to door by heavy 
clamps and bottom flange 


® Chrome plated, full-length, piano-type 
hinge 
® Four easy-to-clean glass shelves 


® Non-tip, two point, adjustable chrome 
plated shelf supports on matched runners 


@ All welded, one-piece cabinet 

® Holder for 6 tooth brushes on inside of door. 
® Discarded razor blade slot 

@ Stainless steel, spring door latch 

® Out-of-the-way door stop at top of cabinet 
® Rubber bumpers for quiet door closing 


® Baked white enamel inside and out 


CANTERBURY SPECIFICATIONS 


Wall Mirror Glass 
Model Opening Size Shelves 
7-FB 13 %x19 16x24 Beveled 4 
Canterbury Ornamented 
Polished 
Plate Glass 
26-FB 15 4x21] 18x26 Beveled 4 
Canterbury Ornamented 
Polished 


Plate Glass 


COMPANY - ALDEN, N. Y. 


MODELS of 
MEDICINE CABINETS 





WINSTON 


LIGHTED 





WINSTON is designed and 
made in very limited quantities 
for those who appreciate the very 
ultimate in medicine cabinets. In 
fact, this is the model cabinet that 
is often used with mirrored half 


round side shelves. 





The Winston has all the lead- 
ing features of the Park Lane and 
Canterbury Models and_ then 


some. The following are just a 





few of the pluses:—larger mir- 
ror, larger cabinet, longer fluo- 
rescent bulbs (24” long, 20 watts) 
and heavier gauge steel through- 
out. The delicately hand-etched 
mirror adds a touch of beauty 
that will be admired for years to 


come, 


Only the finest polished plate 
glass mirrors attainable are used 
on the Winston. In fact, so much 
care is taken in the selection of 
these large, blemish-free mirrors 
that more are rejected by Ben- 
nett’s mirror experts than ac- 
cepted. This applies not only to 
mirrors but to everything that 


goes into the Winston. Inspection 





procedure is most stringent. We, 


here at Bennett, are so sure this 


: a : 

is America’s most outstanding WINSTON SPECIFICATIONS 

medicine cabinet. we include a 

money beak guarantee if a pur- Model Wall Opening Mirror Size Shelves 
: Ps 32-W 17} Di 20 x 32 Beveled O d 5 

chaser is not fully satisfied. i“ : eae at ip 
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MANHATTAN MODELS 


MANHATTAN cabinets have stainless steel frames that 
combine lasting beauty with utility. Long life brilliant finish 
is one of the inherent qualities of stainless steel as well as being 
rustproof, and corrosion, scratch and dent resisting. 





The interior view below shows the full length chrome plate 
piano type hinge that provides extra-bearing area for years of 
continuous opening and closing. Non-tip shelf supports are ad- 
justable for storing tall containers. Out-of-the-way door stop 
holds mirror from swinging wide open and being damaged. Note 
the six-place tooth brush holder and discarded razor blade slot. 


Illustrations at left show Manhattan Models SS7 and S826 
equipped with seamed and ground ornamented plate glass mir- 
rors and the $S500 with plain plate glass mirror with seamed 
and ground edges. 


MANHATTAN SPECIFICATIONS 


Wall Mirror Glass 

Model Opening Size Shelves 

SS-500 13144x18 16x22 Plain 92 
Plate Glass 

SS-7 13144x19% =16x24 Orna- 3 
mented 

Plate Glass 

SS-26 1514x21 18x26 Orna- 3 
mented 
Plate Glass 





COMMODORE MODEL 


The COMMODORE model is equipped with fixtures for 
standard electric light bulbs and wired with electric outlet for 
electric razors, etc. Both bulbs are controlled by a switch located 
at lower right side of the cabinet. Electric outlet is shown at 
lower left side. These fixtures are chrome plated brass for 
long wearing finish and beauty. The delicately ornamented mir- 
ror is hand etched and incorporates the beauty of simplicity. 
This seamed and beveled edged plate glass mirror is securely 
fastened to the door. The entire cabinet is built to withstand 
harder than average daily use from the white baked enamel 
interior to the mirror and bulb fixtures on the outside. 


COMMODORE SPECIFICATIONS 
Model Wall Opening Mirror Size Glass Shelves 
7-EL 13 44x19% 16x24 Beveled Ornamented Plate Glass - 





THE BENNETT MANUFACTURING COMPANY - ALDEN, N. Y. 


AMBASSADOR models 
are style headliners with 
seamed, beveled edged pol- 
ished plate glass mirrors 
and an attractive hand- 
etched design. The interior 
shows all the features in- 
cluding adjustable shelves, 
door latch, door stop, full- 
length piano type hinge, 
rubber bumpers and tooth 
brush holder. 





AMBASSADOR SPECIFICATIONS 


Model Wall Opening Mirror Size Glass Shelves 
7 13 4x19 4% 16x24 Beveled Ornamented 3 
Plate Glass 
26 15 44x21 18x26 Beveled Ornamented 3 
Plate Glass 


WESTMINSTER 
MODELS 


Continuous increase in demand for Westminster 
Models has built up exceptionally large production 
with consequent reduced fabrication costs and sell- 
ing price. Built-in quality and attractive ornamented 
appearance that is appreciated at a glance 
make these models popular,—a real value 
at a popular price. Model 500C and 500P 
are exactly the same except that 500C 
has a crystal mirror and 500P has a plate 
glass mirror. Both the 500C and 500P 


have beveled and ornamented mirrors. 


WESTMINSTER SPECIFICATIONS 


Glass 
Model Wall Opening Mirror Size Shelves 
500C 13 4%x18 16x22 Beveled Ornamented 2 
Crystal 
500P 13 4x18 16x22 Beveled Ornamented 2 
Plate Glass 
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fexfe FRAMED WALL MIRRORS 


The framed mirror illustrated at left is typical of a complete line of Bennett 
Bilt wall mirrors. These framed mirrors are available with chrome plated stain- 
less steel or polished stainless steel frames and with seamed and ground polished 
plate glass mirrors. Available in the following sizes: 


16 x 22 Plain Plate Seamed and Ground 
16 x 24 Plain Plate Seamed and Ground 
18 x 26 Plain Plate Seamed and Ground 











NOTE: Each mirror frame has a keyhole punched back for easy hanging. 





Bennett Bilt All Steel Clothes Chute Doors are 
available in chrome plated or baked white enamel finish 
with round chrome plated knobs. These doors are 
built in one universally standard size for convenience 
of installation. 


Wall Opening Overall Size 
9% x 12% lllg x 144% 


Be sure to specify either baked white enamel or 
chrome plated finish when ordering. 





BENNETT TRANSPARENT DIFFUSERS 


Pairs of these diffusers are available as accessories for use with all Bennett 18” and 24” fluores- | 
cent tubes. These diffusers consist of one piece tubular plastic transparent section with smooth ) 
outer wall and an inner wall of scientifically designed longitudinal prisms to diffuse the light, to- 
gether with a series of spacer splines to support the diffuser on the fluorescent tube. They are 
sturdy and non-shatterable and will not warp, crack or break while in use with Bennett Bilt 
fluorescent lighted cabinets. These diffusers are light in weight and easy to install. Simply remove 
fluorescent bulb from fixture, slide bulb into diffuser and place bulb with diffuser back into fixture. 
Be sure the “cut out” is located to clear the starter and insert this end of bulb into socket first. 
The end of the diffuser can then be slid over the socket, which gives ample bare lamp at the op- 
posite end to permit twisting into place. 


Over 40 YEARS of METAL CRAFTSMANSHIP are built into PRODUCTS ; 








Precision Bennett-Bilt metal products are the result of over 40 years development and experience of skilled craftsmen 
mastering metal construction and latest type metal working equipment and techniques. 


The community of Alden, only a few miles from the large steel producing city of Buffalo has thrived and advanced by 
the growing recognition of exceptionally fine quality of Bennett-Bilt metal products. ; 


Specifications Subject to Change Without Notice. 


MANUFACTURED BY 


THE BENNETT MANUFACTURING COMPANY 
ALDEN, NEW YORK 
Custom Metal Craftsmen Since 1906 oo Ra Sy ERP 
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